To: james.p.iitzinger@uscg. milOames.p.litzinger@uscg.mil]; 

larry.rader@mecx.net[larry. rader@mecx.net] 

From: Ruhl, Christopher 

Sent: Thur 8/13/2015 7:05:41 PM 

Subject: Fw: Gold King Mine Spill Situation Report - August 13, 2015 

Sit rep r6 8-13-15.pdf 


From: Loesel, Matthew 

Sent: Thursday, August 13, 2015 10:38 AM 

To: Curry, Ron; Coleman, Sam; Edlund, Carl; Gray, David 

Cc: Taheri, Diane; Phillips, Pam; Ruiz, Thomas; Smith, Rhonda; Blanco, Arturo; Webster, Susan; Petersen, 
Chris; Foster, Althea; Smith, Monica; Knabel, Jessica; Acevedo, Janie; Eoc, Epahq; Guria, Peter; Allen, 
HarryL; Delgado, Paige; FEMA-R6-Watch; Mason, Steve; Crossland, Ronnie; Flayes, Mark; Ruhl, 
Christopher 

Subject: Gold King Mine Spill Situation Report - August 13, 2015 


Matt Loesel 

R6 Planning Section Chief 
US EPA - Region 6 
817 - 271-4586 
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